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This is the thirty-sixth index of “Domestic Engineering,” an index for each quarter appearing at the end 
of that quarter. We ask our readers to note the value ‘of this index for reference, calling special attention to 
the separate classification of the departments of “Legal Questionnaire” and “Questions and Answers,” and to 
“New Appliances and Improvements,” the two latter giving you a line on up-to-date practice and materials. 
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Acceptance of an Offer Completes the 
Contract 5 aaidictctel .....-106 
Advantages of a Research Bureau in 
Heating and Ventilating Industry.437 
Air Conditioning.......... 83, 115 
Air Moisteners in Heating Campaigns, 
Featuring the Importance of 
Automatic Heat Control 
Automatic Heat Controlling Devices, 
Installation of 
Associational: 
Annual Meeting of the National 
Founders’ Association . See 
Annual Meeting of the National 
Association of Brass Manufac- 
Cures ......:...-. ee = =—h 
Bureau of Research of Heating and 
Ventilation Discussed at Illinois 
Chapter Meeting a 413 
(losing Tournament of the Central 
Trade Golf Association...........55, 153 
(‘entral Supply Association Meet- 
ing ae . ee 6 
Leecember Meeting of the Illinois 
Chapter of A. S. H. & V. E-.. 375 
December Meeting of the Mastern 
Fennsylvania Chapter of the 
A. S. H. & V. E 
astern Supply Association's An- 
nual Meeting = Sane 
Kall Tournament of the Eastern 
Trade Golf Association 
Final Tournament of the Western 
Trade Golf Association.... cot 
Heating and Piping Contractors’ 
Association of Cleveland Hold 
Annual Banquet Pee 488 
New England Metal Products’ Golf 
Association Holds Two Tourna- 
ments iaiinsdebiea diet sisaubadiaithin diese sa 134 
New York Chapter A. S. H. & 
V. E. Opens 1918-1919 Season......173 
November Meeting of the New 
York Chapter of the A. S. H. & 
V. E. ; 375 
(ctober Tournament of the West- 
ern Trade Golf Association 16 
Mctober Tournament of the New 
England Metal Trade Golf Asso- 
ciation 214 
Season's Final Tournament and 
Annual Meeting of the N. FE. M. 
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Big Mail Order House Collides with 
Federal Trade Commission 371 

Building Permits 92, 296, 456 

Business Changes. 3D 
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Calendars, Trade Le 
“Carry On.’’—By C. Drexel : 410 
Combination Heating 438, 476 
Concrete Septic Tanks and Subsoil Dis- 
posal Fields for Country Homes......363 
Companies Recently Incorporated.... 173 


C‘onvention Dates 2, 7d. 115, 157, 
197, 212, 254, 292, 357, 368, 435, 448, 513 
(‘onventions: 
American Society of Sanitary En- 
gineering in Annual Convention 
at Chicago 
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lav Book of the Bon Ton De Lux 
Plumbing & Heating (Co. ..52, 108, 125, 
193, 235, 251, 316, 330. 388, 407, 452, 485 
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Kconomical Heating of Cottages and 
Small Houses 160 
Kkconomical Methods of Burning Coal 
in House Heating Plants 
“KMducation’’—A Story. By W. R. Mar- 
shall ai Ps 408 
editorials: 
Building Autumn Business 199 
(‘hristmas Business 397 
Democracy Triumphant 241 
Forget the Peace Whine of the 
Hun Beast! Buy More Liberty 
Bonds 
(;overnment Urges Business Men 
to Adopt Accurate Accounting 
Methods ; 117 
Master Plumbers Can Profit by 
Lesson in Trade Extension by 
Retail Drug Store 27%) 
Mechanical Versus Natural Venti- 
lation 
l'rofiting by the Success of Your 
Competitor, the Merchant Plumb- 
er and Fitter yi 
Reconstruction 4-..019 
Season of Good Feeling and Fu- 
ture Faith, The 47% 
What Standardization Means to 
the Plumbing and Heating In- 
dustry . 159 
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Kaulty Steam Fitting S60) 
Federal Trade Commission's Attitude 
as Declared by Chairman Colver....412 
Fuel Tests, Modern 172 
Fuel Wastes, Reducing 200, 242 
Fuel Is Being Conserved in the Public 
Schools of Minneapolis, How 2 
Fuel Saving Heating Systems 3 
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(setting a Wife in a Stocking—A Story, 
by Guido D. Janes 153 

Government Contracts to Be Awarded 
254, 375 


(;rease Trap, Making a Jead...43, 121, 280 
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Heat Control, Automatic $f) 

Heating Contractor’s Opportunity to 
Cash in on Pipe and Boiler Cover- 
ing ... ; = .. 246 
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tieating and Ventilating WDormitory 
Buildings 38 
Heating, Combination 438 
How to Conserve Fuel by the Elim- 
ination of Water Wastes in Flumb- 
ing Svstems i8 
HHouse Tanks in Large Buildings 366 
liow Cold Water Mixes with Hot 
Water in Domestic Service Work 478 


Installation of Automatic Heat 
trolling Devices 
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Laying House Drains to Correct Grade 
with Spirit 
lead Grease Trap, Making A 
Legal Questionnaire 13, 49 
127, 165, 205, 255, 286, 329, 369, 443. 481 
Legal Decisions...81, 120, 124, 169. 227. 28 
literature, Trade i) 


Levels 203 
$3. 121, 280 


Local Co-operation 
M 


Making a Lead Grease Trap 43, 121 
Club's First 
General Meeting and Dinner 
Metal Market and Trade Reports 
instal 1S, 58, 94. 136, 
177, 216, 260, 298, 338, 378, 416, 459. 492 


Massachusetts Sanitary 
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National Federation of Building In- 
dustries Meets in Atlantic City, 
mm. J. 1153 

New Building Construction 

New Building Operations 

New Appliances and Improvements 
Controller for Steam and Vacuum 

Heating Svstems 
Cutter, Adjustable 
Oil Burner 
Onl Burning Heating System 
Radiator Cover Frame 
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vercoming Objections to Trade 
ceptances 

Obituary: 
Allison, Jas. 
Bannon, Jas. T 
Barnard, George I, 
Boscacci, Jesse 
sodenstine, Wm. 
towes, Thos. I. 
Childs, H. T 
Claugherty, Thos. 
Clark, Jas. W 
(‘lifford, Patrick A 
Coleman, Maurice 
Connell, Edwin 
Cratty, Oscar R 
Crossley, John L 
Dawbarn, W. L 
Deutsch, W. P 
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Hanna, Hugh 


Hanson. Gus 


Hartline, Horace 
Hiunter, Wm. ¢C 


Irons, Wm. ©C 
Jacobs, George 
Jillso Wi ‘I 
Kennedy, Ja 

Kewley, Thos 

Kiss J. Nelson 
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Lawless. Patrick 


Lewis, Rov N 
Loughrey, R. G 
Luby, Jas tes 
McPherson, V 


McPherson Robe 


Messner, Frank 
Meikel (thas 


Merch Nicholas 
Michelhach. Frank 
Montgomery, Thos 


Mulve, Peter 


Noble (fant Ravrond Hill 
Pierso! Jo IK 


Pio Antonio 
(Juinn, (*ha 
Ralston fis VW 


Richardson, Henry 
Robinson, Frank 
cosenow, Henry 
Saunders, Fran} 
Schoenefeld Karl 


Simms, Chas 
Sligo, (,e0rge 
Souvemann, Capt 
Spet! a. FF. 
Stokes, Jas. H 
Strauss, Kk. IL. 
Struve Wm 
Summons, hdw 


Tower. (“has Henry 


Turbett, John J 


Wanner, Jr... Louis 


Winslow, Frederick 
Wilson, Maior 


Tourette, Creorgs 
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Reasons Why This Soil and Waste 


















Solder Spoiled by Pewter and Bab- 


bitt re Be Ny a eT 
Steam Heating System in a Fac- 
DUNE eiliteninacidededsicekcimidaninn 


Vacuum Pump Will Effect Saving 
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Will This Steam Heating System 

ef. ARSE ae Eemere iid 
Will This Vacuum Heating System 
Give Satisfaction? 
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Raymore & Co., Plumbing and Heat- 


ing Supplies............10, 130, 252, 372. 
Reducing Fuel Wastes........ 200, 


iteconstruction Conference at Atlantic 
City 

Removal of Moisture from Special 
Rooms and Buildings, The 

Restrictions on Construction Work Re- 
moved, All il - icaubanka 

Remance of Business, The, A Story, 
By W. R. Marshall 
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~impson, Bill, Says 31. 45, 110, 129, 


195, 208, 247, 289, 331, 395, 433, 443, 596 


Side-Stepping the Pitfalls in Credits 
and Collections . ieee: 
Solder, Soldering and Lead Burning 


Statement of Ownership 
Stratezgy—A Story, By W. R. Marshall.486 
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‘il! Berlin Falls—A Story, By W. R 


Marshall ............ 211 


ade Calendars 
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Industries Board Announces the 
Lifting of Many Restrictions on 
Ruilding Construction and Indus- 
tries : aoe 

Vater Wastes in Plumbing Systems, 
How to Conserve Fuel by the 
EMlimination of 

Water Service Pipes —P ; 

What Are We Waiting For? 4 
Why and Wherefore of Sanitary En- 
gp ineering .....9, 163, 323, 
Who's Boss?—A Story, By W. R. Mar- 


shall sina fom sill 339 
Nholesalers and Manufacturers. 

Among the 15, 54, 90, 132. 

173, 213, 257, 293, 335, 375, 413, 455, 
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